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When It Comes lb 
Desktop Color 
Production. 



Color Imaging Systems " 


Desktop Prepress From Barneyscan 



The samples on these pages were scanned from original 
4"x5" and 2-1/4" transparencies on the CIS m 4520 
multi-format transparency scanner , separated with 
CIS •Color Access calibrated separation software , placed 
in a QuarkXPress® 3.0 document and output on the 
Varityper 5300® imagesetter. 
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Some desktop scanners are partial to 
warm colors. If you’re serious about 
prepress, you'll expect a full palette, 
from hot to cold. To get these kinds of 
results on a desktop platform, you 
need an integrated system solution: 
Color Imaging Systems, CIS*4520™ 
multi-format production scanner and 
CIS*ColorAccess™ calibrated 
separation software. 



Color Imaging Systems 

from Barneyscan Corporation 


Color Imaging Systems™ from Barneyscan Corporation 
1125 Atlantic Avenue, Alameda, CA 94501 
Phone: 415-521-3388 FAX: 415-521-9780 

The names of companies and products as they appear are 
the registered trademarks and/or trade names of the 
respective companies 



We improved the world’s best 
35imn slide scanner using 
nothing but a grease pencil. 



that nobody else can touch is now 
available at a price that no one else 
can beat - $4,495. The CIS-3515™ 
from Barneyscan® for Macintosh® 
and PC plaforms. And for prepress 
users, we added a $500 rebate on our 
CIS*ColorAccess™ separation 
software*. To find out more, call 
1-800-933-0330, Ext. 12. We've got our 
pencils handy to take your order. 



^Suggested list price of $1995 
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